HAIR ANALYSIS DRUG TEST RESULTS 
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CORPORATION 


The Worldwide Leader iii Hair Drug Testing 


Page : 1 of 2 


Account: 
Account ID : 
Client Code: 
Location ID : 


QUALITY CONTROL TESTING, INC 

11039091 


Subject ID: XXX-XXX-0848 
CCFID: 

LAN : 



QUALITY CONTROL TESTING, INC - COURT 
709 Hwy 35 
Ste C 

PORT LAVACA, TX 77979 
Phone (361)553-7080 


Source 
Reason for Test 
Collected 
Received at Lab 
Released by Lab 
Sample Length 


Chest Hair, Underarm Hair 
Other 

Aug 28, 2018 11:03 AM 
Sep 04, 2018 10:59 AM 
Sep 06, 2018 11:50 AM 
0 to 3.5cm 


Test Panel: 920 Hair ET 


Test 

Result 

Screening Cutoff 

Confirmation Cutoff 

ALCOHOL 

NEGATIVE 



Ethyl Glucuronide MS Screen 


2 pg/mg 


Ethyl Glucuronlde MS 

Negative 


2 pg/mg 


• INVALID SAMPLE - The CCF Barcode ID on the Custody and Control Form does not match that on the Sample 
Acquisition Card (SAC). Please submit a new sample. 

• The CCF Barcode ID on the Custody and Control Form does not match that on the Sample Acquisition Card (SAC). 

• Negative - is defined as an EtG level that Is less than 2.0 pg/mg. 

• Body hair sample submitted. 

• Screening by Mass Spectrometry (MS). Confirmation by MS. A "Negative" result means that the drug was not 
detected in an amount that meets or exceeds the cutoff. A "Positive" result means that the drug was detected in an 
amount that meets or exceeds the Mass Spec cutoff. 

• Technical questions concerning these results should be directed to the Laboratory Director. Please contact your 
Client Services Representative for assistance. 

• Psychemedics conforms to the recommendations of the Society of Hair Testing and utilizes a Thermo Quantum 
GC/MS/MS instrument (tandem MS) with deuterated internal standards for the accurate measurement of Ethyl 
Glucuronlde In hair. 

• For the identification of abstinence or Low to Moderate Consumption, no further testing is necessary. For the 
identification of Excessive Alcohol Consumption, it is generally recommended that an additional hair, blood, or urine 
test specifically designed to Identify other ethanol-consumption Indicators be used. 


Collection Details : 

Quality Control Testing 

709 HIGHWAY 35 SOUTH Suite C 

PORT LAVACA TX 77979 



Certifying Scientist: Heldy Ruiz, BS 


Contact: (361) 553-7080 
Facility ID : CL105636 
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Continued on next page... 

Test Performed by PSYCHEMEDICS Corporalion 
Tel: 800-522-7424 / 5832 Uplander Way / 6100 Bristot Parkway, Culver City, CA 90230 

Report Date: 09/06/2018 12:23:23 STN6-CL 
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... Continued 

Medical Review Officer (“MRO”) Details : 

Dr. Daniel Drew 

Nationwide Medical Review Contact: (317) 547-8620 

7160 N Graham Rd MRO ID : RV100298 

INDIANAPOLIS IN 46250 


PSYCHEMEDICS Alcohol Reference Ranges 

LEVEL 

RESULT 

0-1.9 pg/mg 

Negative 

2 - 29.9 pg/nng 

Low to Moderate Consumption 

30+ pg/mg 

Excessive Alcohol Consumption 

*** END OF REPORT *** 


This test report shall not be reprixtueed except in full, without written approval of the lab 
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Test Performed by FSYCHEMEDICS Corporation 
Tel: 800-522-7424 / 5832 Uplander Way / 6100 Bristot Parkway, Culver City, CA 90230 

Report Date: 09/06/2018 12:23:23 STN6-CL 



AI&B 

I h U 

— — tian iiltfM 

PWt'iUTurpiK*. 

LiSMhSTCfl'V 
















